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Message Text 



UNCLASSIFIED 

PAGE 01 MOSCOW 13804 1I2042Z 
62 

ACTION SCI-06 

INFO OCT-OI EUR-25 ISO-00 EPA-04 SSO-00 CEQ-02 NSCE-00 

INRE-00 USIE-00 CIAE-00 DODE-00 PM-07 H-03 INR-II 

L-03 NSAE-00 NSC-07 PA-04 RSC-OI PRS-01 SP-03 SS-20 

DRC-OI 10-14 EB-II COA-02 AEC-II AECE-00 HUD-02 INT-08 

HEW-08 CG-00 COME-00 AGR-20 TRSE-00 DOTE-00 /I75 W 

10865 1 

R 1II552Z SEP 74 

FM AMEMBASSY MOSCOW 

TO SECSTATE WASHDC IMMEDIATE 2410 

UNCLAS MOSCOW 13804 

CORRECTED COPY - MRN 13804 VICE 3804.0. 1 1652 N/A 
TAGS: SENV UR 

SUBJ: US-USSR ENVIRONMENTAL AGREEMENT: STATIONARY SOURCE AIR 
POLLUTION CONTROL TECHNOLOGY 

REE: HARRINGTON- WARD TELCON, SEPT 11 

1. DEPARTMENT REQUESTED INFORM MR. RICHARD HARRINGTON, 
OFFICE OF RESEARCH AND MONITORING, EPA, THAT EMBASSY 
HAS INFORMED KUVSHINNIKOV OF HYDROMET THAT SOVIET FUEL 
PREPARATION DELEGATION CAN NOT RPT NOT BE RECEIVED BY US 
SIDE BECASUE MATERIALS REQUESTED FROM ANIKEYEV NOT YET 
RECEIVED AND STUDIED BY US EXPERTS. 

2. KUVSHINNIKOV SAID THAT MATERIALS WERE HAND CARRIED TO 
THE US SEPT 8 BY DR. GORBENKO-GERMANOV OF THE SOVIET 
DELEGATION ON CONTROL OF CEHMICAL POLLUTION OF WATER 
HEADED BY DEPUTY MINISTER OF THE CHEMICAL INDUSTRY 

K.K. CHEREDNICHENKO. GORBENKO-GERMANOV WAS INSTRUCTED 
TO TURN MATERIALS OVER TO EPA OFFICIAL ANDREW PARRETI 
OF EPA, WHO WAS TO MEET THE DELEGATION UPON ARRIVAL, FOR 
TREANSMISSION TO HARRINGTON. 
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3. EMBASSY NOTED THAT MATERIALS WOULD HAVE TO BE 
TRANSLATED AND STUDIED (ONCE LOCATED) AND DESPITE THE 
FACT THAT THEY HAD BEEN BROUGHT TO THE US, THERE WAS NOT 
ENOUGH TIME TO ACCOMPLISH THIS IF DELEGATION WERE TO 
ARRIVE SEPT 15. KUVSHINNIKOV AGREED AND ASKED FOR NEW 
TIMING EOR VISIT WHICH SOVIET SIDE NEEDS AS SOON AS 
POSSIBLE IN ORDER TO REARRANGE TRIP PLANNING. 

DUBS 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: POLLUTION CONTROL, AIR POLLUTION, ENVIRONMENTAL AGREEMENTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 11 SEP 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974MOSCOW13804 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740253-0601 
From: MOSCOW 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 974/newtext/t1 9740956/aaaabvfv.tel 

Line Count: 69 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SCI 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: HARRINGTON-WARD TELCON, SEPT 1 1 

Review Action: RELEASED, APPROVED 

Review Authority: martinjw 

Review Comment: n/a 

Review Content Flags: 

Review Date: 26 JUN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <26 JUN 2002 by maustmo; APPROVED <29 JAN 2003 by martinjw> 

Review Markings: 
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EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: US-USSR ENVIRONMENTAL AGREEMENT: STATIONARY SOURCE AIR POLLUTION CONTROL TECHNOLOGY 
TAGS: SENV, UR, US 
To: STATE 
Type: TE 
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